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INTRODUCTION 



This is a catalog of NIH standardized animal care equipment. 

Each piece of equipment is illustrated and described in terms of 
overall dimensions, construction, and general usage. A price list 
is included to estimate costs in budgeting, planning, and requisition- 
ing animal care equipment. 

The Standards and Specifications covering the equipment 
provide for complete interchangeability within caging systems and 
related accessories without losing the flexibility to permit deviations 
and options to satisfy special requirements. 

The equipment stocked in the Central Storeroom can be delivered 
immediately, but it will take about 30 to 90 days for delivery of 
specially fabricated items which must be ordered from the manufacturer. 

When an NIH stock number is cited the item can be requisitioned 
from the Central Storeroom on a Supply Requisition, NIii-20. The 
Requisition for Equipment and Supplies, PBS- 402, must be used for 
requisitioning other items. 

This publication was prepared by the Purchase Standards Unit, 
Procurement Section, SMB, which is located in Building 13, Room 2338 
(Extension 64815). Additional copies of this catalog or inquiries on 
the subject of animal care equipment should be directed to that office. 
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REV. 11-SI 



•KF ART MINT IF 
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REQUISITION FOR EQUITMINT RND SUfflllS 



RIQUIIITION NO. 



REQUISITIONED by 



Name 6 Address of 



Ordering Office 

N pme 6 Address 

to Deliver Equipment 

Give Brief Description 



DELIVER TO 



INSTRUCTIONS: Pnpirt ind routi eopki In iceordinci with your local idmlntitritlvi 



Number line items 



- 1. 

2 . 

3. 

4, 



Double space between 
items 



STOCK OR 
SCHEDULE NO. 



CAGE, general purpose, model H A", 
Drawing No. 1300 

STAND, for general purpose model "A" 
Cage, Drawing No. 2000 

PAN, for general purpose model "A" 
Cage, Drawing No. 3500 

WALK FLOOR, woven wire type, for 
Model "A" cage, 2 mesh, Drawing 
No. 4010-5, galvanized 
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DESCRIPTION 



109503 



APPROPRIATION 
ALLOTMENT NO. 



ALLOWANCE NO, PROJECT NO. 



12 

1 

12 

12 



UNIT 


UNIT 

MIC* 


FRICK 


Ea. 


50.00 


600.00 


Ea. 


195.00 


195.00 


Ea. 


7.50 


90.00 


Ea. 


5.50 


66.00 



Propert y Custodial Nunbe r 

Building 6 Room to sen d 
purchase order 



Show unit price an d extension 
Make sure unit is correct 



No source required 
Show here any special 
information needed 



•unatunk or requiiitionins 



OFFICIAL 



OATS 



TOTAL 



$951.00 



Total amount of purchase 



. USE STOCK REQUISITION, NIH-20 f FOR ITEMS STOCKED IN CENTRAL STOREROOM. 
NOTE* see; syppLY CATALOG FOR INFORMATION ON PREPARATION OF NIH-20. 





CAGE, DOG, WARD ROOM (4 CAGES PER UNIT) 



DRAWING NO. 1000 




OVERALL DIMENSIONS : (4 cage unit) . 
68-5/8" W x 36-1/8" D x 78-3/4" High 
INSIDE DIMENSIONS : (one cage). 

34" W x 34" D x 30" High 

GENERAL CONSTRUCTION : Cage fabricated entirely of stainless steel 
except for aluminum walk floor. Top, back, and sides are of 20 GA. 
(.038) solid sheet. Door made of 1/4" diameter rods spaced on 2" 
centers. Sliding panel between each cage, allows animal to be 
moved from one cage to another. Removable aluminum perforated walk 
floor. Waste pan sloped to drain pipe in rear. Brackets are 
mounted on inside of door for feed and water pans. 

GENERAL USAGE : Holding of dogs for post operative treatment. Can 

also be used for cats by adding cat shelf, Dwg. No. 5602. 
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CAGE, DOG, TRANSPORT, SMALL 



DRAWING NO. 1003 




OVERALL DIMENSIONS ; 16" W x 24" D x 18" High. 

GENERAL CONSTRUCTION: Fabricated of 18 GA. (.040) aluminum 

Alclad 2024-T3. Openings through bar doors and vent holes provide 
ample ventilation. Side spacers prevent covering of vent holes 
when stacked or packed for shipping. 

GENERAL USAGE: Transporting dogs . 
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CAGE, DOG, TRANSPORT, LARGE 



DRAWING NO. 1004 




OVERALL DIMENSIONS : 23" W x 40 ,? D x 28 M High. 

GENERAL CONSTRUCTION: Fabricated of 18 GA. (.040) aluminum 

Ale lad 2024-T3. Openings through bar doors and vent holes 
provide ample ventilation. Side spacers prevent covering of vent 
holes when stacked or packed for shipping. 

GENERAL USAGE: Transporting dogs . 
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CAGE, DOG, TIERED, METABOLISM (2 CAGES PER UNIT) 



DRAWING NO. 1005 




OVERALL DIMENSIONS (TWO CAGE UNIT) : 36 M W x 36 M D x 80-1/4" High. 

INSIDE DIMENSIONS (ONE CAGE UNIT) : 36" W x 36" D x 29-3/16" High 

(walk floor to top). 

GENERAL CONSTRUCTION : Fabricated entirely of stainless steel. Sides 

and back of 20 GA. (.038); top of 16 GA. (.062) ; # framing of 1-3/8" x 
1-3/8" 13 GA. (.094) fomed angle; walk floor of 12 GA. (.109). The 
sides and back are perforated with 1" diameter boles. The door and 
walk floor are perforated with 1-1/4" x 3/4" elongated slots. The 
door and walk floor are electropolished after fabrication. Each cage 
is equipped with a water bowl, feeder, and card holder. Unit is 
mounted on 5" diameter low water absorption (macerated) casters. Top 
cage is detachable. Doors are removable and may be obtained with 
either right or left hand hinges. 

GENERAL USAGE: Housing of dogs for metabolic purposes. 
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CAGE, CAT, TIERED (SIX CAGES PER UNIT) 



DRAWING NO. 1030 




OVERALL DIMENSIONS (6 CAGE UNIT) : 61-1/4" W x 24-1/2" D x 80-1/4" High. 

INSIDE DIMENSIONS (ONE CAGE UNIT) : 18" W x 24" D x 27-1/2" High 

(walk floor to top). 

GENERAL CONSTRUCTION: Fabricated entirely of stainless steel. 

CAGE: Framing of 18 GA. (.050) formed angle; Back, bottom, 
and” right side of 20 GA. (.038); door of 18 GA. (.050); 
front, top, and left side is of 1" square, 14 GA. (.080); 
wire mesh. Each cage is equipped with a water bowl, 
feeder, and card holder. 

STAND: Foimed of 1-1/2" x 1-1/2" x 1/8" angles and 1: x 1" x 1/8" angle 

cage runners. Unit is mounted on 5" diameter neoprene casters. 

GENERAL USAGE: Housing of cats. 
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CAGE, general purpose, model "A" 



DRAWING NO. 1300 




OVERALL DIMENSIONS : 18" W x 18-1/2" D x 15-1/8" High- 

GENERAL CONSTRUCTION: Fabricated of 20 GA. (.038) stainless 
steel. Door, backhand sides perforated with 3/8" square holes; 
top perforated with 3/8” diameter holes. Door equipped with 
magnetic latch, door pull, and card holder. 

GENERAL USAGE: Housing of rabbits, rats, mice, hamsters, guinea 

pigs, and other small rodents. 

NOTE: Model "A" and model "B" cage are similar except for overall 
dimensions. See Dwg. Nos. 2000 for stand, 3500 for pan, 4010 
and 4030 for walk floors in this particular cage. For other 
accessories refer to index. 
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CAGE, GENERAL PURPOSE, MODEL "B" 



DRAWING NO. 1330 




OVERALL DIMENSIONS : 18" W x 24- 3/4 M D x 15-1/8" High. 

GENERAL CONSTRUCTION: Fabricated of 20 GA. (.038) stainless steel. 

Door, back, and sides perforated with 3/8" square holes; top 
perforated with 3/8" diameter holes. Door equipped with magnetic 
latch, door pull, and card holder. 

GENERAL USAGE: Housing of rabbits, rats, mice, hamsters, guinea 

pigs, and other small rodents. 

NOTE: Model "B" and model "A" cage are similar except for overall 
dimensions . See Dwg. Nos. 2010 for stand, 3510 for pan, 4020 
and 4040 for walk floors in this particular cage. For other 
accessories, refer to index. 
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CAGE, MONKEY, TIERED (2 CAGES PER UNIT) 




DRAWING NO. 1010 



OVERALL DIMENSIONS: 

28" W x 30" D x 82" High 
(2 cage unit). 



INSIDE DIMENSIONS : 

25" W x 27" D x 32" High 
(one cage). 



GENERAL CONSTRUCTION: Fabricated of stainless steel angle frames 

with woven wire mesh panels. Front of cage consists of sliding 
door panel (1/2 of cage width). Each cage is equipped with a 
walk floor, refuse pan, feeder, and a water bottle holder mounted 
in back of cage.* Bottom cage equipped with four 8" diameter 
casters and escape guard. Escape guard used only when cages are 
banked side by side preventing loose animals from getting under- 
neath cages. Top cage may be dismounted from bottom cage, if 
desired. 

GENERAL USAGE: For long term study of post operative monkeys. 
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CAGE, MONKEY, TIERED (6 CAGES PER UNIT) 



DRAWING NO. 1020 




OVERALL DIMENSIONS ; 6-1/4" W x 24-1/2" D. x 74-1/16" High. 

CAGE DIMENSIONS ; 18" W x 24" D x 30" High. 

GENERAL CONSTRUCTION: CAGES: of stainless steel construction. Back, 
bottom, and door framing fabricated of 20 GA. (.038) sheet. 

Cage framing angles formed of 18 GA. (.050) sheet. Door, 
top, and both sides foimed of No. 2 mesh (two .squares per inch) 

14 GA. (.080) wire cloth. Each cage is equipped with pans 
fabricated of 22 GA. (.031) sheet, walk floors, of No. 1 
mesh (one square per inch) 12 GA. (.105) welded wire, feeder, 
and card holder. 

STAND: Stainless steel construction fabricated of 1-1/4" x 1-1/4" x 1/8" 

angles , mounted on 5" diameter neoprene casters. Front casters equipped 
with foot brakes. Stand equipped with automatic watering device with drink 
ing valve through rear of each cage. 

GENERAL USAGE: Housing of small type monkeys. 
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CAGE, MOUSE AND HAMSTER, STOCK 



DRAWING NO. 1690 




OVERALL DIMENSIONS: 14-1/2" W x 22-1/2" D x 7-1/2" High. 

GENERAL CONSTRUCTION: Fabricated of 20 GA. (.038) stainless 

steel sheet. Sides and lid perforated with 3/8" diameter 
ventilating holes. Each cage fabricated with attached card 
holder and mounting holes for water bottle. 

GENERAL USAGE: Housing of mice, hamsters, and other small 

rodents . 

NOTE: See Dwg. Nos. 2060 for stand and 3060 for feeder. 
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